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NARA RG104, Entry 1, Box 122 


[Abstract:] Suggests that the alloy charges could be taken from... 1066 4 
Dr. Le Conte 


A letter from the Director of the Mint asks for the amt. of alloy charges received or 
deducted from depositors during the fiscal year ending June 30th, 1880. The abstract sheets as 
kept here have nothing to show this, only as to the individual deposit at least this is the way I 
look at it at this time. For instance when the calculation of a Gold deposit containing silver is 
made there is a charge of 2¢ per oz. (for copper alloy) or 1/9 the Std. wt. of Gold. There is also a 
deduction made from the silver in the deposit; equal in amt. to 1/99 the standard wt. of Gold. 
There is no place to show this deduction for the net amt. of silver (Std. wt.) is put on the sheet. 
To make this report involves interminable work. A copy of theses sheets is in possession of the 
Directors Office. My time is so occupied, that I scarcely see where I can begin this work and if it 
can be taken from the sheets in the Directors office, I think it advisable to have it done there. 





Very Respectfully, 
O.B. Jones 


